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UNCLASSIFIED 

PAGE 01 ROME 07157 241504Z 

67 

ACTION HEW-08 

INFO OCT-01 EUR-06 ISO-OO SCI-01 MF.D-01 RSC-01 DRC-01 /019W 

026380 

R 241437Z MAY 74 
FM AMEMBASSY ROME 
TO SECSTATE WASHDC 4974 

UNCLAS ROME 7157 

E.O. 1 1652: N/A 

TAGS: OTRA, OGEN, TBIO, ETRD, IT 

SUB J : ON-SITE INSPECTION OF MANUFACTURERS OF DIAGNOSTIC X-RAY 
EQUIPMENT 

REF.: A. STATE A-3762 OF MAY 10, 1974 
B. ROME A-310SOF MAY 23, 1974 

1. REF (A) INFORMED EMBASSY THAT FDA INSPECTORS WILL ARRIVE 
ITALY EARLY JUNE TO PERFORM COMPLIANCE INSPECTIONS OF DIAGNOSTIC 
X-RAY EQUIPMENT. REF (B) DESCRIBES GOI ATTITUDE - STRONGLY 
NEGATIVE - TO SUCH INSPECTIONS. 

2. EMBASSY HAS NOT RPT NOT DISCUSSED FORTHCOMING INSPECTION 
TRIP WITH GOI SINCE WE DO NOT WISH RISK POSSIBLE CANCELLATION 
OF PLANT VISITS BY MINISTRY INDUSTRY. FDA INSPECTORS, HOWEVER, 
SHOULD BE MADE AWARE OF GOI ATTITUDE PRIOR THEIR DEPARTURE 
FROM WASHINGTON MAY 3 1 . SHOULD GOI LEARN OF INSPECTIONS, 
RECEPTION UPON ARRIVAL AT PLANTS MIGHT BE DECIDEDLY CHILLY. 
VOLPE 
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